Folk OIG PRR 096742 


PRICE 

QUOTATION 


Sales Quote Date: 01/24/12 

Sales Quote Number: Q188168 

Requested For Shipment To: 

WESTERN MA PUBLIC HEALTH 
AMHERST DRUG LAB 
637 NORTH PLEASANT STREET 
ROOM N251 MORRILL I 
AMHERST, MA 01003 


Government Scientific Source, Inc. 

Veteran Owned Small Business 
12351 Sunrise Valley Drive, Reston, Virginia 20191 
(800) 248-8030 * (703) 734-1805 
Fax (703) 734-1803 

Salesperson: JEANNIE RUIZ Page 1 

Customer ID: Cl 2775 

E-Mail: jruiz@govsci.com 


Requested By: 


Name: JAMES HANCHETT 

Phone: 413-545-2607 

Fax: 413-545-2607 

E-Mail: james.hanchett@state.ma.us 


Notes and Comments: # 53S001005 15 -20 DAY LEAD TIME 


Part No. 


Description 

UOM 

Qty 

GSS List Price 

Sales Price 

Ext Price 

SIGMA ALDRIC 

23163 

THERMOGREEN SEPTA LB-2 11 MM 

Pack 

2 

351.69 

324.38 

648.76 

SIGMA ALDRIC 

20434 

LEAK DETECTOR SNOOP 80Z 

Each 

3 

11.69 

10.78 

32.34 

PERKIN ELME 

N0171159 

Replacement Disposable 

Each 

6 

40.38 

37.24 

223.44 

SATO AMERIC 

53S001005 

3" x1" THERMAL TRANSFER LABEL 

Roll 

3 

26.88 

25.54 

76.62 


FOB Destination Subtotal: 981.16 

Quotation valid for 30 days from date of issuance. Sales Tax: 0.00 

Estimated delivery time from date of issuance is 7 to 10 Days Total: 981.16 


